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TOTALLY ENCLOSED 
SURFACE-COOLED 
MOTORS 


Registered Trade Mark 


The 

NORMAND ELECTRICAL COMPANY LIMITED. 

North St., Clapham Common, London, S.W.4 
Telephone: MACaulay 3211, 4 


In Confidence— 


In an ever-changing world it gives one great confidence 
for the future to remember some of the things that 
endure. Such is the perfection of design and reliable 
quality of TENBY Electrical Accessories that, although 
at the moment in short supply, they will be available 
once qmore when reconstruction calls for Britain’s best. 
Therefore—note the name for future reference. 


8.0. BOWKER Ltd., Tenby Works, Regent Row, Birmingham 1. CEN. 3701 
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Another application of the Elliott 
Transmission System (Shotter Patents) 


The ELLIOTT 


PRESSURE TRANSMITTER 


FOR THE REMOTE INDICATION . . . AND 
RECORDING OF PRESSURE OR DRAUGHT 


This application of the Elliott Transmission 
System is particularly suitable for measuring 
low pressure or draught, and the type of so? 
bi the advantages o' 
high sensitivity, rapid action, absence of 
liquids and 
No gearing is employed and the operating 
mechanism is entirely free from backlash. 


RANGES : Maximum—0-150 ins. W.G. 
Minimum—0-| 


Write for Leaflet T.17 


ELLIOTT BROTHERS (London) LTD. 


CENTURY WORKS, LEWISHAM, ‘S.E.13 


IGRANIC-HODAC 
SWITCHBOARDS 


Central Station Switchboards 


Power and Lighting Switch- 
boards 


Ship Lighting Switchboards 


Theatre and Cinema Switch- 
boards 


Projector Control Switch- 
boards 


Battery Charging Switch- 
boards 


SWITCHBOARDS 
BUILT TO 
SPECIFICATION 


IGRANIC ELECTRIC CO. LTD. 


LONDON BEDFORD 
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COMMUTATOR COMMENT 


Crompton commutation means no 

sparking and no chatter—Crompton 

pioneer experience in D.C. Motor 
designs has seen to that 


E 
CROMPTON, PARKINSON 
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NSULATED 
CABLES 
AERIAL DYNAMO A N D W i R E S 


FIRE RESISTING 

MOTOR CAR « « ASBESTIN 
RUBBER INSULATED COTTON COVERED 
SHOT FIRING « « ENAMELLED « « 
TELEPHONE (MULTI-CORE) PAPER INSULATED 
TOUGH RUBBER ENAMEL TYPE O.P. COL. 
SHEATHED « « « LACQUERED « « « 
LIGHTING & SMALL POWER PAPER COVERED 
SWITCHBOARD RESISTANCE « « 


CONCORDIA ELECTRIC WIRE CO. LTD. 
LONG EATON, Nr. NOTTINGHAM, ENGLAND 


We manufacture | 
ALL KINDS OF COL oy, Tel. : 2420 & 2863 
REPETITION Grams: 
RIX, KEIGHLEY 
wooD TURNERY VICTORY WORKS, KEIGHLEY 
BUSHES, PLUGS, 

BOBBINS and PUSHES: BLOCKS: G MOTORS 

SY HANDLES FOR: TOOLS, SOLD. 

ERING and ELECTRIC IRONS, and 

HANDLAM 


PS, ete. 


JACOB AVENUE S P ECIALI STS 


Drawn Copper Wire and strip for Re SYMONDS Li. 
39 VICTORIA ST., WESTMINSTER, $.W.1 


BRASS WIRE and STRIP Telephone No. : ABBEY 2771-5 


| 
DON, LONDON, Hendon 7235 PRICE LIST ON APPLICATION 
‘ 
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HIGH GRADE 
ACCESSORIES 


including complete 

range of :— 
HOLDERS 
CEILING ROSES 


and 


PLUG 
CONNECTORS 
to B.S. Specifications. 


Prompt delivery if for 
essential service. 


A.1.D. Fully Approved. 


and Brass Castings — 
CAPSTAN & 


W, T TD p 
e 
in Brass & Aluminium Alloys 
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NO NEED TO DRILL A HOLE TO 
THE EXACT SIZE — 

‘‘PHILPLUG”’ SEES THAT ANY SIZE 
SCREW IS HELD FIRM 

NO SCREW CAN WORK LOOSE 
IN “ PHILPLUG ”’ 


PHILPLUG is a plastic material. It can be easily and quickly packed into 
screw-holes of any size. Screws can be inserted and are ready to take their 
full load immediately. . 

PHILPLUG grips tenaciously, even in its plastic condition. It hardens 
immediately the screw is introduced and becomes an integral part of the wall 
itself. Screws embedded in PHILPLUG cannot rust, so can be withdrawn 
and replaced without damage. ; 


YOUR PLUG WILL BE AS STRONG AS THE 
SURROUNDING MASONRY —IF NOT STRONGER 


Full information obtainable from the distributors 


& é. THE GENERAL ELECTRIC CO. LTD. 
@ Magnet House, Kingsway, London, W.C.2. 


Stocks of PHILPLUG held at all G.E.C. Branches. 


: 
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ADVERTISEMENTS for insertion in the following 
oe s issue are accepted up to First post on 
jonday, at Dorset House, Stamford Street, London, 


THE “CHARGE for advertisements in this section 
is 2/- per line (approx. 8 words) per insertion, | 
minimum 2 lines 4) or for display advertisements 
30/- per inch, with a minimum of one inch. Where 
the advertisement includes a Box Number there is 
an additional charge of 6d. for postage of replies. 

SITUATIONS WANTED.—Three _ insertions 
under this heading can be obtained for the price of 
two if ordered and prepaid with the first insertion. 


Original testimonials should not be sent with applications for employment. 
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REPLIES TO advertisements published under a 
Box Number if not to be delivered to any particular 
firm or ype should be accompanied by instruc- 

tions to this effect, addressed to the Manager of the 
ELECTRICAL REVIEW. Letters of applicants in 
such cases cannot be returned to them. The name 
of an advertiser using a Box Number will not be 
disclosed. All replies to Box Numbers should be 
addressed to the Box Number in the advertisement, 
c/o ELECTRICAL REVIEW, Dorset House, —. 
ford Street, London, S.E.1. Cheques and Postal 
Orders should be made payable to ELECTRICAL 
REVIEW LTD. and crossed. 


SITUATIONS VACANT 


> LOUGHBOROUGH COLLEGE 
(Principal, Dr. H. Schofield, M.B.E.) 


PPLICATIONS are invited for the post of Lecturer 

in Mechanical or Electrical Engineering. A degree 

(or equivalent) is essential. Salary according to the Burn- 
ham Technical Scale, plus war bonus. Forms of applica- 
tion, which should be returned on or before 31st October, 
may be obtained on application to The Registrar, Lough- 
borough College, Loughborough, Leics. 2609 


HEMIST, with B.Sc. or equivalent, required for work 
of national importance in Derbyshire. Knowledge of 
testing of insulating materials desirable. Reply giving 
full details of qualifications, experience and salary required 
to—Box 2575, c/o The Electrical Review. 
ESIGNS Engineer required for Electrical Accessories, 
insulated type. Must be conversant with latest 
practice on switches, fuses, shuttered plugs and sockets, 
lamp holders, etc. Experience with bakelite mouldings 
desirable.—Box 2594, c/o The Electrical Review. 
FPHor required by a leading scientific Institution to 
take charge of its publications. Candidates should 
hold an engineering or physics degree, have had adminis- 
trative as well as editorial experience of a technical nature, 
and_ preferably be Corporate Members of the Institution 
of Civil, Mechanical or Electrical Engineers. Age from 
35 to 45 years. Commencing salary in accordance with 
qualifications and experience.—Box 2651, c/o The Elec- 
trical Review. 
BLECTRICAL Engineer required by large London elec- 
trical contractor, with wide and successful experience 
estimating and supervising Government and private con- 
tracts for wiring and equipment of buildings. Appoint- 
ment is superannuable. Also required, a Junior Assistant. 
Write, stating age, fullest particulars of experience and 
salary required, to—Box 2648, c/o The Electrical Review. 
ELECTRICAL manufacturing firm requires Boy Ap- 
prentices between the ages of fourteen and seventeen 
for their two works situate in the West of England and 
North Kent. The boys will be accommodated in specially 
built hostels under the control of matrons. Educational 
facilities = be available. For further particulars apply 
to—Box 2631, c/o The Electrical Review. 
EXPERIENCED Storekeeper required, well-known Mid- 
land wholesaler. Write details, experience, salary, 
etc.—Box 2583, c/o The Electrical Review. 
EAD Foreman wanted immediately to take charge of 
experimental shop, North London, making pilot 
models of Diesel pumps, lighting and starting equipment 
and magnetos. Write, giving full details of experience, 
age and salary required, to—L. L., c/o J. W. Vickers & 
Co., Ltd.. 7/8, Great Winchester Street, E.C.2. 2568 
RICING Clerk required by London electrical contrac- 
tors, with experience in the preparation of wiring 
estimates. Write, stating age, experience and salary 
required, to—Box 2649, c/o The Electrical Review. 
ENTATIVE required covering Scotland, for 
Conduit Fittings. Applicants must have connection 
with leading wholesalers. State previous experience, 
required.—Box 2627, c/o The Electrical 
eview. 
GHOP Manager of small Oxy-acetylene and Electric 
~ Welding Dept. required. Must be a thoroughly prac- 
tical man and good disciplinarian. Salary £8 per week. 
Country district, South Midland area.—Box 2633, c/o 
The Electrical Review. 


TOREKEEPER required for essential works. Light 
engineering. London area. Salary £5 p.w.—Box 
2628, c/o The Electrical Review. 
ANTED, man, 30/35 years, to grow up with factory 
comprising 200 workpeople producing wide variety 
engineering products by modern methods. Start senior 
shop foreman, view assistant works manager, finally 
works manager. Must have served engineering apprentice- 
ship, be expert machine tools, capable working to system- 
atic production methods, keen, ambitious and friendly 
disposition. Unequalled opportunity to right man. Will 
senior engineers not interested pass this advertisement to 
the man we are looking for?—Box 2650, c/o The Elec- 
trical Review. 


SITUATIONS WANTED 


Grad.I.E.E. (27), with specialised knowledge of 
installation work, low and medium voltage gear, 
and _ sub-station installations, also with experience in 
dealing with contractors and consumers, seeks progressive 
position.—Box 8280, c/o The Electrical Review. 
ADVERTISER requires position managerial capacity. 
Experienced all branches commercial side manufac- 
turing electrical engineers. Willing to go any district.— 
Box $230, c/o The Electrical Review. 
SSTRIBUTION Assistant, general distribution ex- 
Perience, specialised knowledge relays, metering, 
testing, A.M.I.E.E., age 38, seeks post with supply under- 
taking/Co. Moderate salary.—Box 8245, c/o The Electri- 
cal Review. 
ELECTRICAL Engineer, A.M.I.E.E., seeks executive 
appointment as outside representative, age 48 years. 
—Box 8251, c/o The Electrical Review. 
EE sECTRICAL Engineer wishes situation, considerable 
experience large contracts.—Box 8275, c/o The 
Electrical Review. 
Supply Engineer, aged 37, A.M.I.E.E., 
eleven years with large progressive company, seeks 
post where extensive experience in senior administration 
of self-contained undertaking can be fully employed. 
Mains, substations, sales and contracting. Minimum 
salary £600 p.a.—Box 8257, c/o The Electrical Review. 
ENGINEER. A.M.I.E.E., desires appointment where 
initiative and organising ability would be useful. 
experience in executive positions with 
electrical and constructional undertakings. 
c/o The Electrical 


Many years’ 
mechanical, 
First-class references.—Box 8277, 
Review. 
JENGINEER.B.Sc., 28, 5 years’ experience electricity 
generation and distribution, now Class H, Grade 9, 
seeks advancement, operation or maintenance.—Box 8272, 
c/o The Electrical Review. 
Engineer, airfield construction, ring mains, 
substations, complete electrification, Air Ministry 
W./B. ‘‘Charge”’ rough labour, jointers, wages, aim/book- 
abstract, age 44, high school education. Salary £400, 
go anywhere, own car, at liberty two weeks. Knowledge 
of contract lighting and beam approach. Interview own 
expense “‘ against engagement.’"—Box 8248, c/o The 
Electrical Review. 
‘HNICAL and Practical Sales Engineer (A.M.1.E.E.), 
desires change. Over military age. general 
experience, 5 years’ works training with leading manu- 
facturers, several years estimating home.and export sales, 
8 years oe Desires _ as representative with 
post-war prospects. Own Area, London, Home 
Counties, South and East Coast. Reply—Box 8241, c/o 
The Electrical Review. 
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APPOINTMENTS FILLED 


Dissatisfaction having been so often expressed that 
successful applicants = left in ignorance of the fact that 
the position applied for has ed, may we suggest 
that Advertisers notify us to - effect when they have 
arrived at a decision. We will then insert a notice free 
of charge under this heading. ; 


FOR SALE 


FOR SALE 


6,000 Kilowatt B.T.H. TURBINE SET and 

CONDENSOR. Details as follows :— 

6,000 Kilowatt (7,500 kW CMR) TURBINE, 200 lbs. 
total; 6, 3-phase, 50 rty.; 1,500 


COUPLED EXCITE ‘ER. 
WORTHINGTON SIMPSON CONDENSOR, 72,000 Ibs. 
per ee 8,250 square feet surface, 6,000 galls. per min. 


5 
CIRCULATING WATER PUMPS: 5,520 ge 25-ft. 
head with 78-h.p. Motor, 440 volts, 3-phase, 50 rty.; 


1,440 revs 
CONDENSATE PUMPS: g.p.m. at 55-ft. head, 


= 70-h.p. Motor, 440 Lng 8-phase, 50 rty.; 1,440 


reROTARY AIR PUMP AND OPERATING PUMPS 
to remove 55 Ibs. of air per hour. Vacuum 28.8”. 


All the above at present, with certain Valves, pipe 
work and girder work for foundations, as lying. 


OFFER SUBJECT TO REMAINING UNSOLD. 


THOS. W. WARD LTD., ALBION WORKS, 
SHEFFIELD. 
Telephone 26311 (15 lines). 


GEORGE COHEN, SONS & CO., LTD. 


SUPPLIERS OF SECONDHAND 
GUARANTEED ELECTRICAL 
PLANT. 


SHOWROOMS AT: WOOD LANE, 
LONDON, W.12. 
Telephone: Shepherds Bush 2070. 


STANNINGLEY, NEAR LEEDS. 


Telephone: Pudsey 2241. o 


400-VOLTS, 3-PHASE, 50-CYCLES SWITCHGEAR BY 
ENGLISH ELECTRIC CO. 


4.-Panel Ironclad Industrial Oil Immersed Switchboard, 

totally enclosed, comprising :— 

2x 000-amp. Switch Cubicle. 
5 Draw-out type, SXA on 


»  SXD on 
Complete with Busbars. 


1 x 500-amp. Switch Cubicle, Draw-out type, SXA 
1 x 500-amp. 
MIDLAND COUNTIES ELECTRICAL 
ENGINEERING CO., LTD., 
GRICE STREET, WEST BROMWICH. 
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MOTOR GENERATOR SETS . 


pS get to customers’ requirements of available new and 
used plant, many in k at Wembley—inspection 
invited. Please send us your enquiries—we can help you 
to save time. 
OVER A THOUSAND MACHINES ALWAYS IN 
STOCK. 


DYNAMO & MOTOR REPAIRS, LTD., 
Wembley Park, Middlesex. 
Telephone: Wembley 3121 (4 lines). 


Also at Phoenix Works, Belgrave Terrace, Soho, 
Birmingham, 
Phone: Northern 0898. 


WATER TUBE BOILERS IN STOCK 


One 35,000 Ibs. “on 
T 000 


80 


We instal complete, including brickwork. 

Pumps, Piping Valves, Generating 

stock. Please send us your enquiries; we can 
immediate delivery. 


BURFORD, TAYLOR & CO., LTD., 
Boiler Specialists, Middlesbrough. 
Telephone, Middlesbrough 2622. 


EXCEPTIONAL OPPORTUNITY 


NEW PLANT 


WO new unused 500-h.p. Synchronous Induction 

Motors made by leading maker, 6,600 volts, 3-phase, 

50 cycles, pipe ventilated, 3-bearing, 600 r.p.m., complete 

with cubicle oil-immersed circuit breaker, liquid Rotor 
starter and slide rails. 


BRITISH CENTRAL ELECTRICAL CO. LTD., 


6/8, Rosebery Avenue, London, E.C.1. 


Telephone Number, Terminus 2525. 
2653 


SLOW SPEED MOTOR 


Client has for disposal in sound running 

order, the following surplus motor :— 
290 PHP. Lancashire Dynamo Motor, slip-ring, 500 
ol volts, 3-phase, 50 cycles, 360 r.p.m. Base plate 
size 6’ 6” x 5’, height 5’, centre line height 2’.6”. Date 
of manufacture 1916. The above complete with Ellison 
circuit breaker and rotor starter. 


BRITISH CENTRAL ELECTRICAL CO. LTD., 


6/8, Rosebery Avenue, London, E.C.1. 


Terminus 2525. 


A.C. ELECTRIC MOTORS 
400 v., 3-pha., 50 cycles. 


200 h.p., 485 revs., S.R., Mather & Platt, 4 ame type. 
100 ,, 585 » Brush Elec. Co., 


All with Ellison Gear. 
GREENHALGH BROS., 
Burton's Field Mill, Atherton. Phone 117. 


26 
Two 12,000 ,, ” 200 
One 12,000 ,, ” 
One 4,000 ,, ” 
isers, 
rs in 
32 
2561 
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Stands 
1x 20-am| 
: 44 2553 
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ELECTRIC MOTORS & DYNAMOS 


Wei eg hor hoy the largest stocks of New and Second- 

a machines are thoroughly 

overhauled: tests can be made at our 
orks. 


For Sale or Hire. Send your enquiries to :— 
BRITANNIA MANUFACTURING CO., LTD.. 


22-23 BRITANNIA STREET, 
CITY ROAD, LONDON, N.1. 
Telephone : 5512-3 Clerkenwell. 


“ BRUCE PEEBLES ’ 
LA COUR MOTOR GENERATOR PLANT 


1 ooo*’ capacity, 6,000/6,600 volts, 3-phase, 50 c. 
9 input, 230/480 v. D.C. output, 3-wire system 
with Static Balancer, can be for Traction Purposes 
at 500/550 v. D.C. Complete with L.T. Switchgear and 
Shunt Regulator. Price £2,500. NO OFFERS. 
UNIVERSAL ELECTRICAL CO., 
221, City Road, London, E.C.1. 


BURDETTE & CO., LTD., 
Stock 
Reconditioned A.C. and D.C, Motors and Starters Equal 
to New. 


STONHOUSE STREET, CLAPHAM, S.W.4. 
Day and night service. MACaulay —,, 


¢ DYNAMIC BALANCING MACHINES 


PRODUCTION type, in four sizes, accommodating 
rotors weighing from a few ounces up to about 
5 ewt. Also portable dynamic balancing equipments for 
shop use or on site. 


GIESLER LTD., RIVER PLACE, ESSEX ROAD, 
LONDON, N.1. 
2626 


ELECTRIC PAD AND BLANKET 
REPAIRS 
FOR’ PROMPT AND SKILLED 

ATTENTION 

SEND TO 
THERMOLECTRICS, LTD., 
11, COPSE HILL, WIMBLEDON, 8.W.20. 
Phone, Wimbledon 2728. 34 


NEWMAN INDUSTRIES, LTD., YATE, BRISTOL, 
FOR ELECTRICAL PLANT OF ALL KINDS. 


GERBER POWER UNITS 
for 


ELECTRICAL & MECHANICAL DRIVES 
of all descriptions. 


WEMBLEY, MIDDX. 
"Phone 3691. ‘Grams: Powaguide, London. 
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Complete Diesel Generator Set, 150 kW, 440 volts, 
3-wire, D.C., direct-coupled to 6-cyl. vert. full 
Diesel on bed, recently overhauled.—Box 2643, c/o The 
C. a C. House Service Meters, all sizes, quarterly 
Rep “and prepayment Teconditioned, guaranteed 


diate Sugden & Co., Ltd., 
Road, Barking. 2601 
ERIAL Cables, all sizes quoted for; good deliveries 
against Government contract numbers.—Edwardes 
Bros., 20, Blackfriars Road, London, S.E.1. 8282 
LTERNATOR, 3 kVA, 40/3/50, 1,500 r.p.m., 
revolving armature, ball bearings. Excellent con- 
dition, guaranteed.—Southern Ignition Co. Ltd., 190, 
Thornton Road, Croydon. 2636 
EST English Cables, all standard sizes 1/.044 up to 

127/.103, good deliveries against Government con- 
tract number.—Edwardes Bros., 20, Blackfriars 
London, §8.E.1. 283 

RIDGE Megger, constant voltage 500, 40 i... 

Admiralty pattern (less 1- ohms resistance). 
eau ordinary megger.—Box 8281, c/o The Electrical 

eview. 
OKE Breeze, 19s. 6d. per ton at works. Trucks to any 
station. No permit necessary. Economise by mixing 
with other fuels. 5,000 tons available. Write—Box 2597, 
c/o Electrical Review. 
Corp Start Diesel Set, Lister, 10 kW, 220 volts, on 
bed. Like new.—Box 2640, c/o The Electrical 
Review. 

.C. Motors, 1 h.p. to 100 h.p., 440/3,500 volts, with 

starters, -—W. H. Sugden & Co., 
Ltd., Glenny Road, 2603 

ERRANTI and “D.C. House Meters, 
reconditioned and guaran 10 and 20 Zz 
quarterly and prepayment.—Kippax Bros., Boot Str 
Burnley. Tel. 2363. 
ILEXIBLE Cords and Cables of all sizes and types 

supplied from stock. State requirements.—Box 8171, 
c/o The Electrical Review. 

OR Sale, Complete Lime Equipment, lantern, arc, 

two lenses, etc., 230 volts. 10 guineas.—Box 2632, 
c/o The Electrical Review. 

OR Sale, Converter by Newton, 220 v. D.C. to 5 kW, 
230/1/50.—Fyfe, Wilson & Co. Ltd., Bishop’s 
Stortford. 2656 
OR Sale, Standby Set, Ricardo petrol, direct coupled, 
55 kW, 220 v. D. Bradford crude oil, 3 kW, 
220 v. D.C.; and many others.—Fyfe, Wilson & 
Bishop’s Stortford. 
OR Sale, 105-kW Crompton Dynamo, 

560 r.p.m., compound, three-bearing machine; 
80-h.p. Motor, 480 v: D.C.; 360 r.p.m.—Fyfe, Wilson & 
Co. Ltd., Bishop’s Stortford. 2654 

OR Sale, 150-kVA G.E.C. Transformer, 10,750 “y./ 

440/230, made 1939. ‘Apply—Deloro Smelting & 

Refining Co., Highlands Rd., Shirley, Birmingham. 2598 

NSTRUMENT and Resistance Wires, Searchlights (sale 

or hire), T.R.S. Lead and other aie and Flexibles, 

surplus Lamp Bulbs, Carbon Rods, Ebonite, Swe 

. Mirrors, Lenses, etc.—London Electric 

Firm, 2492 


OHLER Sets, rebuilt, 800 to 3,000 watts; Diesel 
Gen. Sets, 3/900 kW; also Diesel Engines. —E. 
Binns, 156a, Falsgrave Road, Scarborough. 8278 
LARGE quantity 16mm. and 11mm. solid and cored 
Are Lamp Carbons, cheap.—Edwardes Bros., 20, 
Blackfriars Road, London, S.E.1. 8284 
ARGE quantity a volt, 20-w., “‘ ring make M.F. 
ps, B.C., cheap.—Edwardes Bros., 20, 7. 
friars Road, London, S8.E.1. 
EAD-covered and Armoured Cables, P.I, and vik, 
various special lines at low prices. "Edwardes Bros., 
20, Blackfriars Road, London, S.E.1 8285 
OTOR Generator Sets and Convertors, all sizes and 
voltages from 4 kW up to 500 kW in stock.— 
Britannia We eats Co., Ltd., 22/26, Britannia Walk, 
City Road, London, N.1. Telephone, Clerkenwell 5512, 
5513 and 5514. 28 
AMEPLATES, Engraving, Diesinking, Stencils, Steel 
punches.—Stilwell & Sons, Ltd., 153, Far Gosford 
Street, Coventry. 
ORCELAIN Insulators and Spindles, 
cheap.—Edwardes Bros., 20, Blackfriars 
London, 8.E.1. 


also Cleats, 
Road, 
8286 


| 
mn | 
Battersea High Street, S.W.11. Tel. Battersea 0780. 19 a 
guaranteed.—Milo Engineering Works, Milo Road, 
East Dulwich, S.E.22. (Forest Hill 4422). 8080 
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QXE B.T.H. 6-panel draw-out truck type high tension 
Switchboard, comprising five outgoing feeder panels 
each with 300-amp., 6,600-volt, type ‘‘O,’’ form B.4 
B.T.H. circuit breakers, with two overload releases, 
current transformers, ammeters reading 0/40 amps. and 
ammeter switches, and one incoming panel with 300-amp., 
11-kV, high rupturing capacity B.T.H. circuit breaker 
with two overload releases. Equipment available * for 
immediate disposal, ex site. Price £230 loaded. ee 
Industries Limited, Yate, Bristol. 634 
OTARY Converters for sale. Two duplicate 200- kw 

G.E.C.. Rotary Converters, D.C. voltage, 470/550 
volts, complete with 250-kVA, 3-phase, 50-cycles, 
6,600 /385- ey Transformers. Machines arranged for 
direct-coupled pony-motor starting. D.C. and A.C. switch- 
boards and synchronizing gear available-—Newman Indus- 
tries, Limited, Yate, Bristol. 2613 

OTARY Converters in’ stock, all sizes; enquiries 
—Universal Electrical, 221, City Road, 
London, E.C.1. 16 
INGLE-core V.I.R. Braided Flexible, heavy insulated, 
carry 24 amps., cheap.—Edwardes Bros., 20, Black- 
friars Road, London, 8.E.1. 8287 
PECIAL Offer, 37/.064 Twin C.T.S. Cable, 300-yard 
lengths; also quantity 7/.044 and _ 7/.064 single 
ed —Edwardes Bros., 20, Blackfriars Road, — 
STARE Time Checking and Job Costing Time Recorders 

(all makes) for quick cash sale. Exceptional con- 
dition. Write—Box 528, Smiths, 100, Fleet Street, 
London, E.C.4. 31 
T: -R.S. Cables and Flexible supplied to M.O.S. require- 

Bros., 20, Blackfriars 

London, 828 

up to 10 kVA. Shrouded 
4htry, tank or open types. Quick delivery.—Woden 
Transformer Company, Thornley St., Wolverhampton. 12 
tons of new V.I.R. Cable, 153/.072, 50-ft. 
lengths, 600 amp. 400-kW ‘‘Allen’’ Turbo-Generating 

Set, ‘Soe 250 volt D. oc 250-kW Motor Generating Set, 
output 440/550 volt D.C.—Stewart 
ns, Fort Road, Seaforth, Liverpool, 21. 20 

10° kVA Alternator, 400/3/52, coupled to 480-volt D.C. 
motor, nearly new.—W. Sugden & Co., Ltd., 
Glenny Road, Barking. 2600 
281-«W Dynamo, 110 volts, 450 revs., compound, 

2 with 3rd bearing, by Electromotors Ltd.—W. H. 
Sugden & Co., Ltd., Glenny Road, Barking. 2602 
Belliss Steam Set and Condenser, 

volts D.C.; 165-kW Belliss Steam Set and Co! 
denser, 220 volts D.C.; 50-kW Steam Set, 440/220 volts: 
60-kW Allen Crude Oil Set, 220 volts D.C.—Harry H. 
Gardam & Co., Ltd., Staines. 30 
445*%. D.C. Steam Set, 480 volts, with coupl. Belliss 
4-cyl. engine (1924). Bargain, as space urgently 
wanted.—Box 2642, c/o The Electrical Review. 


ARTICLES WANTED 


WEST MIDLANDS JOINT ELECTRICITY 
AUTHORITY 


Cranes 


HE above mentioned Authority require as quickly as 
possible two second-hand grabbing jib cranes with 
excavators and catepillar tracks. 
Full particulars, and the address at which the cranes 
can be inspected, to be sent to the undersigned. 
H. F. CARPENTER, 
Clerk and Manager. 
Pheenix Buildings, 
Dudley Road, 
Wolverhampton. 


14th October, 1942. 2645 


ENERATOR Set wanted. Motor, 480 volts D.C. 
Dynamo, 1,000 amps. or thereabouts at 8 volts. 
Separate excitation and all accessories. Price and _parti- 
culars—G> Harrison & Co. Ltd., Accountants, Hood Street, 
Newcastle-on-Tyne. 2629 
IGH-speed Petrol or Diesel Engines up to 1,500 revs., 
5-20 h.p., required.—Box 2641, c/o The Electrical 
Review. 
ARGE quantities of Lamps required, 15/100 watts, 
z _ 230/240 volts.—Box 8274, c/o The Electrical 
eview. 


ELECTRICAL REVIEW 


. Part can remain. 


October 23, 1942 


ECONDHAND modern type 250-h.p. Motor, 333 r.p.m., 

440 volts, 3-phase, 50 cycles. Send full particulars 

of make, frame, size and lowest price delivered London 
to—Box 2630, c/o The Electrical Review. 

kW to 50 kW, 

m & Co., Ltd., Bishop's 


from 
400/3/50.—Fyfe, Wilso 


Stortfo: 


rd. 
ANTED, Photometer, 9” cube, for miniature eet 


lamp bulbs, to read Lumens 0.050 to 0.5! te 
price, make and condition.—Box 2637, oe o The Elec- 
trical Review. 
ANTED, Rotary Converters, any size. a 
221, City Road, London, E.C.1. 
ANTED to purchase or hire, Power Unit capable ‘ec 
giving 5 amps. at 50 volts D.C. from 230-volt A.C. 
supply. —Box 2560, c/o The Electrical Review. 
iy’ Capstan lathe; —_ or medium jig boring machine ; 
one each , 8”, and 6” centre lathes; 10’ to 6’ 
ned: one medium A aS milling machine; all preferably 
electrically driven.—London Electric Firm, Croydon. 2646 


WORK WANTED AND OFFERED 


AIRFIELD LIGHTING 


We. shall be pleased to quote for mechanical cable 
laying for Airfield Lighting. 


G. DEW & CO. LTD., 
Public Works Contractors, OLDHAM. 


Tel. MAIN 5061/2. 


ARMATURE Winding a speciality. Electric 
Service, 111, Clarence Rd., AMH. 4166. 8276 
Engineer with workshops at Banbury, 
Oxon., would like to contact manufacturers with sub- 
contracts to place for any of the following, small electric 
motor assembly, rewinds and reconditioning, panel wiring 
and switchboard assembly, servicing electric tools, etc.— 
Box 8279, c/o The Electrical Review. 
IRACTIONAL H.P. Motor Repairs. Electric Tools, 
it Cleaners, Hair Dryers, etc., repaired, 
rewound and rebuilt by experts.—Walter Crane, Electrical 
Engineer, Greencoat House, Westgate, Wakefield. 247 
M°? TORS, Generators and Converters of all types re- 
+ wound or repaired from 15 h.p. upwards.—Newman 
Industries Limited, Yate, Bristol. 2612 


MISCELLANEOUS 


BATTERY Chargers Modernised.. Your old Charger 
made like new by specialists. Conversion from valve 
to metal rectification. Send for interesting leaflet “*Q.D.” 
on this service.—Runbaken Electrical Products, Man- 
chester, 1. 45 
ON’T disclose your plans. Produce blue prints and 
black line copies, etc., in your own office without 

glass frame, privately and economically. ‘‘ Arcoflex ’ 
Copiers from 28 shillings. As supplied to H.M. Govern- 
ment. Priority permit not necessary. List for 2d. stamp. 
—W. E. Boughton, 53, Kenley Road, Merton, a 
2638 


$.W.19 
(28), Hons. B.Sc., is keen to undertake 


LEC. Eng. 
for 2 to 3 days per week part-time research. 
lab. at his disposal if necessary. Reply to—Box 8273, 
c/o The Electrical Review. 
Dixon & Co.; and Electradix Radios. New 
address; 19, Broughton Street, Queenstown Road 
$.W.8. Telephone, Macaulay 2159. Nearest 
Queen’s Road, Battersea (S.R.). 
Grane Identity Passes that Embody the Photographs 4 
employee, now being supplied to firms on Government 
contracts. Utility Installations. Forgery proof; Celluloid 
Encased; Inexpensive; any size staff; anywhere; distance 
Write for particulars and specimens from— 
e, Ltd., Pass Specialists, 9, Southampton 
Place, High Holborn, London, W.C.1. Est. over 50 
years. 2552 


BUSINESSES FOR SALE 


AND WANTED 


Qremas considered for Statutory Electricity Under- 
taking. Bulk supply: Capital required £10,000. 
Showing good profits now and excellent 
war prospects. Present _owner shortly rejoining H. 
—— desires quick sale.—Box 2644, c/o The Electrical 
view. 
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AGENCIES 


N ANUFACTURERS’ Agents, covering the whole of 
4 Great Britain and Colonies, are desirous of contact- 
ing manufacturers with a view to sole selling rights (either 
pe ee or buying), post-war arrangements considered. 
—Box 23. c/o The Electrical Review. 
GWire HGEAR and Control Gear manufacturers require 
representatives on agency terms to_represent them 
in the following districts:—Newcastle, Bristol, Cardiff, 
Sheffield. _Fullest information possible required.—Box 
2658, c/o The Electrical Review. 
by Eire wholesaler, reliable buying agent in 
Great Britain, electrical and engineering goods. 
Reply, giving particularszand terms.—Box 1316, Easons 
Advertising Service, Dublin. 2647 


NOW 


Please be very generous. 
Sell poppies too, if you’ve 
time, or send a donation. 
The British Legion’s work 
for ex-Service men and wo- 
men depends on your help. 


POPPY DAY 


Write to local Committee or 
HAIG’S FUND, 
RICHMOND, SURREY. 


for all purposes. 
QUIK-CHARGE”’ CHARGERS 
are well known for reliability 
Thousands already in use. 
Send for interesting booklet and 


attractive terms to Dept. ‘Q5."’- 


MANCHESTER! 


ELECTRICAL REVIEW 
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EDUCATIONAL NOTICES 


. 


LATEST A.M.1.E.E. RESULTS 


[* the recent Examinations held by the Institution of 
Electrical Engirleers 416 Candidates sat’ who had 
taken B.1.E.T. courses. Of these 397 were successful in 
passing the examinations: We believe this record of 397 
successes out of 416 entrants has never before been 
approached by any oral or correspondence tutorial 
organisation, and indicates the very high efficiency of 
a — system of Technical Training which we have 
aid down. 


The B.I.E.T. tutorial organisation is waiting to assist 
you either with a short specialised course or complete 
training for ‘a recognised examination. 


We have available a large full-time staff of a mg 
while ‘the efficiency of our extensive organisation a 
byword among engineers. 


WE GUARANTEE—“ NO PASS—NO FEE” 


May we send a copy of ‘* ENGINEERING OPPOR- 
TUNITIES "*? Containing a great deal of useful advice 
and detailed information on over 200 Home-Study Courses 
and examinations, this handbook is of very real value to 
the ambitious engineer. 


Our yy = informative handbook will be sent FREE 
and post free on request. 


BRITISH INSTITUTE OF ENGINEERING 
TECHNOLOGY 
Established 1927—over 140,000 students. 


12, Shakespeare House, 17, 18 & 19, rye Place, 
Oxford Street, London, W.1. 
8211 


INSTRUMENT SPRINGS 


Actual 


ALL TYPES OF 
HAIRSPRINGS 


to any SPECIFICATION 
Prompt Delivery 


H. Kendall-Torry, F.B.H.1., Tech. Director (Dept. E.R.) 


ST. LOYES COLLEGE 
For the Training and Rehabilitation of the Disabled 
M.B.H.Inst. x A.1.D. Approved 


H.R. Fuse. 


The FLASH “H” CONNECTOR 


The LAST WORD in Cable Connecting. 
Attached to Live Lines WITHOUT DANGER. 


No damage to Cables. 


Connection made in a few minutes. 
High rupturing capacity fuse at tapping point. 
to be soldered. Re-fused in one minute. 
modate six sizes of cable. 
30-amp. size also made. 


RICH & PATTISON 


81 JAMAICA ROW, BIRMINGHAM 5. 


No joints 
Made to accom- 
Fitted with 5, 10 or 15 amps. 


Tel.: Midland 0153-4-5. 


‘ 
3 
| 
7 
24 
y 
— 
| 
| 
| 
le || 
} 
‘ic f 
76 
) > 
b: a 
d. 
al 
47 | 
BATTERY CHARGERS @ 
an | a 
ve | 
on. Run DakKen | 
ake 
Has 
lew 
ad, 
3 of 
ton 
W 
ify. 
lent “HZ 
y 
rical \ 


68 (Supplement) 


_AGRO BAKELITE BLOCKS- 


THE ALTERNATIVE TO WOOD BLOCKS 
AS SUPPLIED TO THE 


AIR.MINISTRY 
PROMPT DELIVERY 


No. 5050 Round type for one 2” 
or-2}” 5-ampere switch, 
No. 7070 Round type for one a° 
centre Ceiling Rose, 
No. 8080 Oblong type for two 
2” or 2” 5-ampere switches. 
BROWN BAKELITE 


T.M.C.-HARWELL (SALES) LTD. 


BRITANNIA HOUSE, 233 SHAFTESBURY AVENUE, LONDON, W.C.2- 


Telephone : TEMple Bar 0055 (3 lines) 


ELECTRICAL REVIEW 


October 23, 1942 


Telegrams : Arwelidite, Westcent, London 


The “ MOORHOUSE” 


One-piece cable connector 
Manufactured by 


SPERRYN & CO. 


Moorsom Street, Birmingham 
Established over 50 years 


To-day we cannot do all that we 

would like for you, but we hope 

to have the opportunity when 
the war has been won. 


BAKELITE——— 
ERINOID 


TO ANY  TURNINGS 


SPECIFICATION 
FREDERICK W. EVANS LTD. 
PLASTIC WORKS 


LONG ACRE, BIRMINGHAM 7 


TELEPHONE : EAST 1344 


PUMPS FOR : 
CREOSOTE PITCH 


BOARD ev 
ot? 


Gt 


Pumps for 
Petrol, Water, 


Tar, Fuel Oil, etc. 
Suction lifts 25ft. 


without priming. 


Variable stroke and Auto- 
matically Reversible pumps. 


ROTOPLUNGE PUMP Co. Ltd. 
58 Victoria Street, S.W.1 
Phone: VIC 4395 Grams : Rotoplung 
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LOWMOOR 


SUDDEN STRESS \ ATMOSPHERIC 
AND STRAIN CORROSION 


®, 
th 
TRIPLE HAMMERED. 


THIS FAMOUS YORKSHIRE IRON IS THE BEST OBTAINABLE > 


TYPICAL RECENT INDEPENDENT TEST 


Tensile Strength - 21 Tons sq. in. Elongation - - - 30.8% 
Yield Point - - 69-6% _ Reduction of Area - 59-8% 


USE LOWMOOR IN PLACE OF SWEDISH IRON 
PUT IN THE BEST AND EASE YOUR WORRY 
Manufactured by : 
LOWMOOR BEST YORKSHIRE IRON LTD. 
IRON WORKS, LOWMOOR, BRADFORD 
Telephone : LOWMOOR 715-716 


sh So why not 
cover your Electric 

Cables with NEWALLS 
MOULDED ASBESTOS and 


prevent damage to them by Fire. 


We leave the job “right.” 


NEWALLS INSULATION CO. LTD. 


WASHINGTON STATION - COUNTY DURHAM. 
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4 LICHFIELD TERRACE, 
RICHMOND. — Richmond 0222 & 4680 


(GENUINE AMERICAN) 

34.5.M. are specialist manu- SHEETS, RODS, TUBES, BUSHES, 
facturers of tilting type mercury DISCS, WASHERS 
switches suitable for instrument Send your Enquiries for above to 


work, domestic and industrial ap- AUSTIN i HAYES 


and Woodside Works, Highgate, London, N 


THE MERCURY MANUFACTURING Austayes, Crouchway, London.” 
WEST DRAYTON, : : MIDDLESEX Telephone: Tudor 1009 


ot 


Petrol Electric Generating 
Plants, H.T. Generators, D.C. 


Motors, Freauency Changers, 
£ etc., up to 25 K.V.A. 

CHAS. F. WARD, 37 WHITE POST LANE 
HEAYBERD & C0, LTD 26 RUSSELL SQUARE, W.C. Phone: Amherst 1393. HACKNEY WICK, E.9 


TELEPHONE ; MUSEUM 5170 


BRITISH GASFILLED. 
THE LAMP OF PROVED EXCELLENCE. 


“he Leght that Saves] 


Manufact: 
TUN 


LITE LTD., 47, FARRINGDON ROAD, LONDON, E.C.1. 
Telephone : Hater rn 2321 & 2322 (2' lines). 
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ELECTRICIANS 


Light, medium and heavy 
Woven Wire manufac- 
tured in a complete range 
of gauges, meshes and ma- 
terials. Wirework Guards 
for all purposes. Quot- 
ations given for special 


requirements. 
ENQUIRIES 
INVITED 


R° JOHNSON, CLAPHAM & MORRIS Ltd. 
JACEM HOUSE, Trarrorp Park. MANCHESTER, | 7 


Emergency London Address: 77 Jersey Road, Hounslow. Tel.: Hounslow 3784, 


ELECTRIC 
*TRUCKS 


*TRACTORS 
* LOCOMOTIVES 


conserve man-power 


WINGROVE & ROGERS 
LIMITED 
BROADWAY COURT, BROADWAY, LONDON, S.W.! 


<p6303 


THE PERFECT 
CABLE CLIP 
FOR 
EVERY CABLE 
IN ANY 
COMBINATION 


Processed Parts 
Gauged 


o CONDENSERS , ETc. , 


Sheet Parts 
of all kinds. 


Tele, elephone: 


‘Electrical Insulation Specralists 


ey 
| A PRODUCT OF 
Uber» 
toe all | 
Micanite 
| Micanite 
y 
| 
Christchurch, 
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INSULATING 
COMPOUND 


FOR ALL 


. Electrical Purposes 
ARE THE PRODUCTS. OF - 
25 YEARS’ 
EXPERIENCE AND RESEARCH 
PROMPT DELIVERIES 
Enquiries to: 


BLACKALL BROS. & BERRYS LID. 


STRATFORD MARKET, LONDON, E.15 
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ARE FULLY GUARANTEED 


TYPE O.H.P. AUTOMATIC WATER SYSTEM 
For Estate and Farm Water supplies and Domestic and 
Industrial purposes, Supplied in capacities from 575/4,240 
Imp. G.P.H. for Maximum Suction Lifts up to 22’. 

Write for lists of complete range of GODWIN PUMPS 
and AUTOMATIC WATER SYSTEMS for Deep and 
Shallow Wells, to SOLE MANUFACTURERS. 

H. J. GODWIN LTD. 


QUENINGTON - - - - GLOS. 


Telephone 4 Telegrams: 
Coin St. Aldwyn 36 (3 lines) Pumps, Quenington 


RAW SLAB, 
KNIFE TRIMMED 
CUT EXACT, GAUGED 
SPLITTINGS. 


VARNISHED INSULATING 
SLEEVING 


Unrivalled Quality. Deliveries from Stock 


L. VANDERVELDE, 


LONDON, E.C.3 
Grams: Phone: 
“ Splittings, Ald, London.” Royal 1088 


SUSTAINING WINCH 


Smallest wall space, side or front 
vii 


YES A POWERFUL, ROBUST, SELF 


Li ving, types 
ading 

horisont 

ver 

Also usedt 
= oy for Blinds, Aero- 
plan Electric 
Lighting Fittings in Halls, 

ee. Hotels, Dampers, Curtains, 

Jaundries, Steamer Lids, Hospitals, 

Signs, Street Lighting, A.B.P., Clothes 

Racks, Railway Station Lighting, Hoses, etc 


Phone : Uplands 4871/2 


Tonpon E1gcsnic 


@ Prices and 

Specifications 

on application. 
ARCHD. LOW ELECS. LTD. 


Newarthill, Motherwell, Scotland 


OIL HEATING 


We have developed a new range of Electric 
Oil Heaters for use with Creosote “‘B’’ and 
Creosote/pitch “ C.P.’’ mixture. 


= 
: > | 4 
[AUTOMATIC | | 
‘Mh PRESSURE TANK TER SYSTE 4 
Aled 
Pp 
: : NO RATCHETS, PAWLS, SPRINGS 
OR GEAR WHEELS 
Ess 
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“ELECTROSPOT” 


Products for 
RELAYS . 
PRECISION- 
RESISTORS 
FLEXIBLE 
RESISTORS 
ADJUSTABLE 
CONTACT 
THERMOMETERS . 

NEW 
MICROWATT RELAY 


G,P.O. approved on new principle 
No Tilting ! No Plunger ! 
Highest Sensitivity 

Upto3kWCapacity 


ELECTRO METHODS Ltd. 


112 Brent St., London, N.W.4 
HENDON 7441/2 
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OSA. 


after Victory welll be with you 


It sounds like ‘‘coals to New- 

castle ’’—but U.S.A., the home 

of cored solder, found it worth 

while to import British made 

Ersin Multicore—the A.|.D. ap- 

proved solder wire with three 

cores of non-corrosive Ersin 

flux, although Ersin Multicore, 

after paying freight and duty, 

cost American Manufacturers . 

fifty per cent. more than American made saldete. 

Why? With the correct, rapid soldering technique, 
H.R. or “dry "’ joints are impossible with Ersin Multi- 
core, and production is speeded up. 

Present conditions do not permit the export of 
Multicore to U.S.A., but after Victory U.S.A. manu- 
facturers will, once again, be able to use “ the finest 
cored solder in the world.”’ 


ERSINIMULTICORE 


THE SOLDER WIRE WITH 3 CORES 
OF NON-CORROSIVE ERSIN FLUX 


MULTICORE SOLDERS LIMITED, B!!SH HOUSE, W.C.2.’PhoneTemp.Bar 5583/4 


Deliveries running smoothly— 


almost back to normal 


BRITON LAMPS —ISMAY LAMPS 


25-150 WATTS 15-1500 WATTS 


| 
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Index to Advertisers 


The fact that goods made of raw materials in short 

supply owing to war conditions are advertised-in this 

Journal should not be taken as an indication that 
they are necessarily available for export 


Aerialite Ltd 

Agro Electrical Co. Ltd 

Armorduct Cable Co. Ltd 

Association of Steel Conduit Manufacturers 
Austin & Hayes 


Berger, Lewis, & Sons Ltd 

Bill Switchgear Ltd 

Birkby’s Ltd 

Birmingham Battery & Metal Co. Ltd. 
Blackall Bros. & Berrys Ltd. 

Bolton, Thomas, & Sons, Ltd.. 
Bowker, S. O., Ltd 

British Aluminum Co. Ltd. 

British Insulated Cables >I 
Brookhirst Switchgear Ltd. 

Bruce Peebles & Co. Ltd.. 

Brush Electrical Engineering Co. Ltd 
Bulpitt & Sons Ltd 

W., & Co. Ltd 

Clarke, H., & Go. Ltd 
Cole, E. Ltd. 

Concordia Electric Wire Co. Ltd 
Crompton Parkinson Ltd 

Crypton Equipment, Ltd 

Cryselco Ltd 


Dacier Ltd. 


Dennis, G. P., Ltd 
Donovan Electrical Co. Ltd 


Electro Methods Ltd 
Elliott Bros. (London) Ltd 
Ellison Insulations Ltd 
Enfield Rolling Mills Ltd 
English Electric Co. Ltd 
Ensign Ltd 

Evans, td 


Ferguson, Pailin, Ltd 
Fowler, John, & Co. (Leeds) Ltd 2 


Genera] Electric Co. Ltd 
Godwin, H. J., Ltd 
Hammans Industries, Ltd 
Hawkins, L. G., 'o. Ltd 
eatrae Ltd. 
Heayberd, F. C., Ltd 
Henley’s, W. T. Co. Ltd. .Cover iv & 
Heyes & ‘Co. Ltd. 56 
Igranic Electric Co. Ltd 
Iso-Speedic Co. Ltd 


- Johnson & Phillips Ltd 


Johnson, Richard, Clapham & Morris Ltd 
Kimber, B., Allen & Co 


Liverpool Electric Cable Co. Ltd 
Londex Ltd 


MOTOR AND 
ELECTRIC 
VEHICLES 


SUPPLIED 

THROUGH- 

OUT THE 
WORLD 


DESIGNERS 
AND MAKERS 
FOR 50 YEARS 


J. He. HEATHMAN LT. 
PARSON’S GREEN, LONDON, S.W.6 
Phone: Renown 107! 


Grams: Heathman, Fulham, London "’ 


CONSISTENT 
ACCURACY OF 


CONDUITS 


MEANS TIME SAVED 


TUBE CO LIMITED 

LUDGATE IRMINGHAM 

PHONE CEN 7167? GRAMS FLASK" BIRMINGHAM 
Sales Depots: London - Leeds - 5 York Place 
Goswell Road, E.C 1 Swansea- 1! Grove Place 
Newecastle-on-Tyne - St. Glasgow- 137a, St. Vincent 

John Street. Street. 
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Simple-Speedy-Reliable-_ 
the safe Insulation Stripper. 


Severs the insulation cleanly without 
damaging the conductor, by means 
of an electrically heated resistance _ 
wire. Recommended for the 
various types of wires used in the 
Radio Electrical Instrument and 
allied trades: Suitable for supply 
Voltages 220-250 AC. Consumption 
30 watts. Please write for further 
details. 


FLECTRIC- 
INSULATION STRIPPER 


W. T. HENLEY’S TELEGRAPH WORKS CO. LTD. 


\ Sales/Engineering Dept. MILTON COURT, WESTCOTT, DORKING, SURREY J 


Install a YORKSHIRE 


THERE IS NO 
SUBSTITUTE 
FOR THE BEST 


YORKSHIRE ELECTRIC 
TRANSFORMER co. LTD. 
‘EMPIRE WORKS 
DEWSBURY 
PHONE - - 1691-2 


| MADE IN 
AGE 
38 
15 = 
GA 
A | 
40 Z 
* 
Z 
= 
78 


Index to Advertisers 
(Continued from page 74) 


PAGE 
M.CLL. & Repetition Ltd. 
Moscury Switch Mig. Co. Lid... 70 
Metallic Seamless Tube Co. Ltd.................-- 74 
Metropolitan-Vickers 34 & 55 
Micanite & Insulators Co. L 76 
Midland Electric Mfg. Co. 
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Newalls Insulation Co. Ltd............eccecceecs 69 
Pirelli-General Cable Works Ltd............-..++- 35 
Pritchett & Gold & E.P.S. Co. Ltd........5....066. 54 
Ross Courtney & Co. Ltd... 
Rowlands Electrical Accessories Ltd............ 
Runbaken Electrical 67 
Sankey, Joseph, & Sons Ltd....... 30 
Siemens Electric Lamps & Supplies Ltd............ 3 
_ Simmonds Aerocessories Ltd. 
Simplex Electric Co. 
Smith Meters Ltd 
Sperryn & Co 
Spicers Ltd. 
St. Helens Cable & Rubber Co. Ltd 
Thorn Electrical Industries Ltd............ 43 
Ward & Goldstone 61 
Westinghouse Brake & Signal Co. Ltd............. 13 
Wingrove & Rogers 71 
Wright, Bindley Gell Lid 61 
Yorkshire Electric Transformer Co. Ltd..........-- 75 
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RUBBER SLEEVES 
CABLE MARKERS 
From },” to 1}” bore, in 10 different 


For urgent orders up to 200,000 cable markers 
printed to your own specification in 24 hours 
3 & 4 PRONG TOOLS FROM STOCK 


E. SIEGRIST 


October 23, 1942 


(British Patent 539998) 


colours 


Phone : Museum 0032 


MACHINED IGHT OF 


Me 
MICANITE & INSU LATORS 


COMPANY >. LIMITED 
WALTHAMSTOW LONDON, E.17 


Telephone LARieswood ‘lose (Pte. Br. Exch) 


A xO 


REGISTERED TOADE MARK 


YET Tou, 
NCAL AS WELL as LENDS ITSELF 4 
OR No. PM. 


B-E-N PATENTS LTD, HIGH WYCOMBE 


BY. Five sizes from 9” x 3” to 15” x 5” (Blue). 
A:R.P. or BANK SHADE DISPERSIVE SHADES 
Size 6)” x 5}” BI7& 18. 
(Green). and 7}” x (Green), 


ENAMELLED IRON SHADES 


Send for List No. 201241 aa 
BARRIES 
Goldstone Crescent, HOVE 4 
Phone : Preston (Brighton) 4388 
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FOR EVERYTHING 
ELECTRICAL 
AND 1,001 
OTHER USES 


BIR K BYS LTD. 


By 
October 23, 1942 eC 
+ 
t 4 d : 
41/6 
ae 
MOULDINGS 
VARNISH 
Fig? 
PRODUCTS OF ae 
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My, 


DENNIS SWITCHGEAR 


Ironclad Industrial and Cubicle 

Switchboards, Substation Equipment 

and Feeder Pillars, Switches, Switch- 

fuses, Distribution Boards, Re-wirable 
and H.R.C. Cartridge Fuses 


G.P. DENNIS Ltp. 


ST. MICHAEL’S STREET, CHESTER 


London Office : 66 Victoria Street, London, S.W.| 
Telephone : Victoria 6565/6 


For A.C. and D.C. 

: including Time Delay 

i Relays, High Sensitive 

Note the ton which Synchronous 

ensures pe and Process Timers and 
permanent Easy 


‘ complete Control Plants. 
core, All Widget Relay ML (for D.C. only) ASK for Leaflet SPN/ER 
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100% BRITISH — A SAFE GUARANTEE of QUALITY 


ARMORDUCT CABLE CO. LTD. 


256 WESTMINSTER BRIDGE ROAD, S.E.! Phone : WATerloo 6056/7 
and at BIRMINGHAM : LEEDS BRISTOL & LONG EATON 


In these days of tremendous war 
effort where high quality in materials 
is of paramount importance 
Sistoflex’’ remains unsurpassed 


SPICERS. LIMITED 


19 NEW BRIDGE ST., LONDON, E.C.4. Telephone: CENTRAL 4211 


BRITISH MADE 
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Efficient protection 
for modern 
"stribution ‘sys tems 


DISTRIBUTION 


PILLARS 


PANELS 


Many distribution 
problems can be 
readily solved by 
the installation of 
standard HENLEY 
electrical distribution 
equipment. 


Please write for 
technical details. 


W. T. HENLEYS TELEGRAPH WORKS CO. LTD. 


PHONE: DORKING 3241 (10 LINES 
MILTON COURT WESTCOTT DORKING SURREY 
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